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Message Text 



UNCLASSIFIED POSS DUPE 
PAGE 01 THE HA 01090 05I307Z 
44 

ACTION EUR-06 

INFO OCT-OI ISO-00 EB-0 DRC-OI RSC-OI /009 W 

1 19496 

R051153ZMAR74 
FM AMEMBASSY THE HAGUE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3070 

UNCLAS THE HAGUE 1090 

E.O. 1 1652: N/A 

TAGS: BTRA (LEVIN, PETER R.) 

SUBJ: EEC STANDARDS FOR LOW VOLTAGE ELECTRICAL 
EQUIPMENT 

PLEASE INEORM LEVIN OF GENERAL ELECTRIC (TELEPHONE 212- 
750-2000) THAT BLODGETT LOOKS FORWARD TO RECEING HIM EOR 
DISCUSSION OE SUBJECT PROBLEM AT 1 1 :00 AM APRIL 5 AT EMBASSY 
HAGUE. ALSO INFORM HIM THAT STATE CABLE ON SAME SUBJECT 
REEERRED TO IN HIS LETTER HAS NOT RPT NOT BEEN RECEIVED. 
GOULD 



UNCLASSIFIED 



NNN 
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Disposition Remarks: 

Document Number: 1974THEFIA01090 
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Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: THE HAGUE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 
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